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...ti- I that, c:: j .$ .»95i r tr«* i"\»ov C&aai sec cion Det~- 

ye s a the lock installation in Finow anc the next lock would be closed to 
all. vessels, as the clay bottom of the canal near the Hied erf inow ship lift 
had been leaking and had to be repaired - 

25X1 A | 1 GmMent f „ Fart of the Finow Canal had been reopened to shipping in 

lats 19 5*2**" after completion of previous repairs. 
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